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these instructions are liable to have manuscripts returned to them before review. The 
Editor observes this policy in order to avoid extra cost and unnecessary expenditure of 
time by the referees. By submitting a manuscript in the approved format, a contributor can 
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will be re-designed to be consistent with the IJO-approved format and style. A paper once 


accepted by IJO may not be withdrawn without the Editor’s consent. 


The author - or the corresponding author if there is more than one author - will 
receive proofs as PDF for checking. No new material may be inserted in the text at the 
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